Type | / Copies of currently produced models 


IC-U80* 
IC-G80* 


* The 3D genuine Icom label is attached to these models. 
Type Il / Copies of discontinued models 


(No production/inventory) 


Type Ill / Non-lcom models but with an Icom logo 
IC-V87 

IC-V89 

IC-V83 

IC-V80EX IC-V87 

IC-100 (Non-Icom model) 
IC-85 

IC-93AD 

ICOM UV-88 

IC-U82T 

IC-U83T 

IC-U85T 

IC-UV92AD 

IC-V2200 

LT-2200H 

LT-2720H 

LT-92AD 

LT-V80E 


